The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



05/24/12 


Stephen Nadeau 

Assistant District Attorney, Bristol County 
Mr. Nadeau, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. ^^^Klards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample #’s 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 066082 





































PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department:_ New Bedford __Police Reference No. 

Name and Rank of Submitting Officer: nst- KPlly a AlmPid* _ 

Defendant(s) Name (last, first, initial): 




RESUBMITTAL 


09-16-10 

To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


2-Tabs {10-3058-PR) 


337-Tabs (10-3061-PR) 





Received by: 



Date: 
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Drug information 


DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Blue 

Shape: Circle 

Imprint: A; 215 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100,10X10 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 52152-0215-02 
52152-0215-11 

Excipients; Sodium Starch 
Glycolate ; Stearic Acid ; Starch, 
Corn ; FD&C Blue No, 2 Aluminum 
Lake; Lactose 
(Monohydrate); Cellulose, 
Microcrystalline; Silicon Dioxide 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 6527175 

Contact: Actavis Totowa 


Copyright © 1974-2012 Thomson Reuters. All rights reserved. 



http://www.thornsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 5/15/2012 


Folk OIG PRR_066088 






























Page 1 of 1 


Drug Information 

DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Light Blue 
Shape: Circle 

Imprint: m The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 
M30 The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 
30 , M 30 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 00406-8530-01 

Excipients: Cellulose, 
Microcrystalline ; Sodium Starch 
Glycolate; Starch, 

Corn ; Lactose ; Stearic Acid ; FD&C 
Blue No. 2 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6594281 
Contact: Mallinckrodt 


Copyright © 1974-2012 Thomson Reuters. All rights reserved. 



http://www.thomsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 5/15/2012 


Folk OIG PRR 066090 
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Drug Information 


DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Blue 

Shape: Circle 
Imprint: A; 215 
Form: Oral Tablet 

Available-Container-Size: Bottle of 

100,10X10 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 52152-0215-02 
52152-0215-11 

Excipients: Sodium Starch 
Glycolate ; Stearic Acid ; Starch, 
Corn ; FD&C Blue No, 2 Aluminum 
Lake; Lactose 
(Monohydrate); Cellulose, 
Microcrystalline; Silicon Dioxide 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 6527175 

Contact: Actavis Totowa 


Copyright © 1974-2012 Thomson Reuters, All rights reserved. 


http://www.thomsonhc.com/micromedex2/librarian/PFDefauUActionId/evidencexpert.Dis... 


%/M 

5/15/2012 


Folk OIG PRR_066092 








DRUG POWDER ANALYSIS FORM 


GENCY 


SAMPLE 

No. of samples tested. vj3 _ £ 

PHYSICAL DESCRIPTION: 

p5q rcvwd 


iPCCk ANALYST 
Evidence Wt 



■Gross Wt ( ) 
GrossWt ( ) 


at 

« 


r VJO'y^J j I V(4 ' u ^ ' \ 

(g) siWj 

VU)V | Za&t ; WZ: ft #£2* v >t3. 3flg 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's__ 

Mecke's 


To4gU - Cy Z^5 ?°\ 

Mlcrocrvstalline TestsV 
Goid 

Chloride_ 

TLTAj_ \ _ 

OTHER TESTS 

■(vcTi 




PRELIMINARY TEST RESULTS 

RESULTS ( ; ')X\fr 6(HtfV { 


DATE 


S fiffllL 


GC/MS CONFIRMATORY TEST 

"' ■ 

RESULTS_ 

CMcqimal 

MS 

OPERATOR_ 

'{p^- — i 

DATE 

ffe \ i7. 




Revised 7/2005 


Folk OIG PRR_066093 
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DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE - 30 MG 


Color: Light Blue 
Shape: Circle 

Imprint: M The M enclosed In a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 
M30 The M enclosed in a box is 
imprinted on one side and 30 above the 
score is imprinted on the reverse side., 

30 , M 30 

Form: Oral Tablet 

Availabie-Container-Size: Bottle of 
100 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 00406-8530-01 

Excipients: Cellulose, 
Microcrystalline ; Sodium Starch 
Glycolate; Starch, 

Corn ; Lactose ; Stearic Acid ; FD&C 
Blue No. 2 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6594281 
Contact: Mallinckrodt 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 



http://www.thomsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis.., 5/15/2012 


Folk OIG PRR 066094 




















Drug Information 


DRUG NAME: ENDOCET 

INGREDIENTS: OXYCODONE -10 MG 
ACETAMINOPHEN - 325 MG 


Color: yellow 
Shape: Oval 

Imprint: E; 712 ; 10/325 
Form: Tablet 

Available-Container-Size: Bottle of 
100 , Bottle of 500 

AAPCC Code: 072702 - 
Acetaminophen with Oxycodone 


NDC: 60951-0712-85 
60951-0712-70 

Excipients: Povidone; pregelatinized 

starch ; Stearic Acid ; colloidal silicon 

dioxide; Croscarmellose 

Sodium ; Crospovidone ; microcrystalline 

cellulose 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6527365 
Contact: Endo Laboratories 


Copyright© 1974-2012 Thomson Reuters. Ail rights reserved. 



http://www.thomsonhc.com/micromedex2/libiarian/PFDefaultActionId/evidencexpei1.Dis... 5/16/2012 
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Drug Information 


DRUG NAME: ENDOCET 

INGREDIENTS: OXYCODONE - 10 MG 
ACETAMINOPHEN - 325 MG 



Color: yellow 
Shape: Oval 

Imprint: e ; 712; io/325 
Form: Tablet 

Available-Container-Size: Bottle of 
100, Bottle of 500 

AAPCC Code: 072702 - 
Acetaminophen with Oxycodone 


NDC: 60951-0712-85 
60951-0712-70 

Excipients: Povidone; pregelatinized 

starch ; Stearic Acid ; colloidal silicon 

dioxide; Croscarmellose 

Sodium ; Crospovidone ; microcrystalline 

cellulose 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 6527365 
Contact: Endo Laboratories 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 



http://www, thomsonhc.com/micromedex2/librarian/PFDefaultActionld/evidencexpert.Dis... 5/16/2012 


Folk OIG PRR_066098 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\1\DATA\SYSTEM6 \ 05_1 1J12 \ 82 90 04 . d 
KAC 

17 May 2012 15:22 

BLANK 

1 

DRUGS.M 
RTE 


Abundance TfC; 829004.d\dafa.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829004.d Thu May 17 15:35:59 2012 Page 1 


Folk OIG PRR 066099 








Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth■ 
Integrator : 


C :\MSDCHEM\ 1\DATA\SYSTEMS\0 5_17_12\8 2 9 0 0 5.d 
KAC 

17 May 2012 15:38 

OXYCODONE STD 

5 

DRUGS. M 
RTE 


Abundance TIC: 829005.d\data.ms 



Ret. Time Area Area % Ratio % 


6.168 861952 100.00 100.00 


829005.d Thu May 17 15:51:55 2012 Page i 


Folk OIG PRR 066100 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05JL7_12\829005.d 

Operator : KAG 

Date Acquired : 17 May 2012 15:38 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 5 

Acquisi tionF4eth: DRUGS . M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 6 * 17 C:\Database\NIST08.L 

Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 




Folk OIG PRR 066101 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
integrator 


C: \MSDCHEM \ 1 \ DATA \ SYSTEMS \ 0 5_17__12\829006.d 
KAC 

17 May 2012 15:54 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 829006.dVdata,ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


829006,d Thu May 17 16:07:42 2012 Page 1 




Folk OIG PRR 066102 









Area Percent / Library Search Report 


Information from Data File: 

File Name : C : \MSDCHEM\l\DATA\SYSTEM6\05__17_12\829007 . d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



2500000 

2000000 
1500000 
; ioooooo 
i 500000 

; o 

Tlme-> 2.00 



6. 

85 

3.594 4.299 

__ t _i. 


1 _ , , , . 


3,00 


4.00 


5,00 


8.00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


3.594 
4.299 
6.185 


109049 1,74 1.80 

104814 1.67 , 1.73 

6059441 96.59 100.00 


829007,d Thu May 17 16:23:39 2012 Page 1 



Folk OIG PRR 066103 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acqui s i t ionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829007.d 

KAC 

17 Mav 2012 16:10 


7 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3,59 

C:\Database\NIST08.L 





n-Hexadecanoic acid 

000057-10-3 

95 



n-Hexadecanoic acid 

000057-10-3 

95 



Pentadecanoic acid 

001002-84-2 

87 


Abundance Average of 3.559 to 3.706 min,; 829007.d\data.ms (~) 



Abundance #102725: n-Hexadecanoic acid 



829007.d Thu May 17 16:23:39 2012 Page 2 

y 


Folk OIG PRR 066104 








Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829007.d 

Operator : KAC 

Date Acquired : 16:10 

Sample Name : HHHHUI 

Submitted by : KAC 

Vial Number : 7 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW T0X2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

4,30 

C:\Database\NIST08.L 
Octadecanoic acid 
Pentadecanoic acid 
n-Hexadecanoic acid 

000057-11-4 91 
001002-84-2 78 
000057-10-3 72 


Abundance Average of 4.258 to 4.499 min.: 829007.d\data.ms (-) 

t T 



Abundance #124560: Octadecanoic acid 



829007,d 


Thu May 17 16:23:39 2012 


Page 3 


Folk OIG PRR 066105 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\M3DCHBM\l\DATA\SYSTEM6\05JL7_12\829008.d 

Operator : KAC 

Date Acquired : 17 May 2012 16:26 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth; DRUGS.M 

Integrator ; RTE 


Abundance TIC: 829008.d\data.ms 



Ret . Time Area Area % Ratio % 

***NO INTEGRATED PEAKS* * * 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisifcionMeth 
Integrator 


C : \MSDCHEM\ 1 \DATA\SYSTEMS \ 05_17__12 \ 8 2 9 0 0 9 , d 
KAC 

17 May 2012 16:42 

BLANK 
KAO 
1 

DRUGS.M 
RTE 


Abundance TfC: 829009.eftdata.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829009.d 


Thu May 17 16:55:20 2012 


Page 1 


>/ 

Folk_OIG_PRR_0661 07 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829010.d 

KAC 

17 May 2012 16:58 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


KAC 

10 


AcquisitionMeth : 

DRUGS 

.M 


Integrator : 

RTE 



Abundance 

. . 


6. 

TIC: M9010.dWata.ms 

91 

2500000 



2000000; 





1500000; 





; i oooooo ! 





500000 





0 





L T i—i r-r-r-ri • 

1- r--j i-i— t- 

“TT r i * ■ | 

rr 1 r I I --T- i n 1 T-r-T -1 nr i | i 1 ! «' 1 ' 1 T r ' l ~ 1 t-] 

T\me~> 2.00 J3.00_ 

4,00 

5.00 6.00 7.00 8.00 .9.00 10.00 11.00 12.00 

Ret, Time 


Area 

Area % Ratio % 

6.191 


6186927 

100,00 100.00 


829010.d Thu May 17 17:11:09 2012 


Page 


1 



Folk_OIG_PRR_066108 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829010.d 

KAC 

17 May 2012 16:58 


KAC 

10 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: - 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


6.19 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 1 

000076-42-6 99 

000076-42“6 99 



V 




40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


829010.d Thu May 17 17:11:09 2012 


Page 2 



Folk_OIG_PRR_0661 09 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\0 S_1 7_12\829011.d 
KAC 

17 May 2012 17:13 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TIC: 829011.d\data,ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829011.d Thu May 17 17:26:57 2012 Page 1 


Folk_OIG_PRR_066110 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEMS\0 5_17_12\829012.d 
KAC 

17 May 2012 17:29 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 829012.d\dala.m$ 



Ret. Time 


Area Area % Ratio % 


***NQ INTEGRATED PEAKS*** 


829012.d Thu May 17 17:42:49 2012 Page 1 

y 


Folk_OIG_PRR_066111 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829013.d 
KAC 

17 May 2012 17 :45 

KAC 

13 

DRUGS , M 
RTF 



Time—> _2.00 3.00 ___ 4.00 5.00 6,00 7,00 8.00 9,00 10.00 11.00 J2.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.185 

5211598 

100.00 

100.00 


829013,d Thu May 17 17:58:47 2012 Page 1 


Folk_OIG_PRR_066112 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\ 1 \DATA\SYSTEMS\05_17 _12 \829013 . d 
KAC 

17 May 2Q12 17:45 


KAC 

13 

DRUGS.M 
RTS 


Search Libraries: 


PK# 


RT 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C: \Database\PMW__T0X2 , L 

Library/ID 


Minimum Quality: 80 
Minimum Quality; 80 


CAS# 


Qual 


6.19 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99\S 

000076-42-6 99 

000076-42-6 99 







m/z-> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 


829013, d Thu May 17 17:58:47 2012 Page 2 

vX 


Folk_OIG_PRR_06611 3 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\ 1 \DATA\ SYSTEMS \ 0 5_17__12\829014,d 
KAC 

17 May 2012 18:01 

BLANK 
KAC 
1 

DRUGS,M 
RTE 


Abundance TIC; 829014.d\data.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829014.d Thu May 17 18:14:36 2012 Page 1 

/ 


Folk_OIG_PRR_066114 





Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\Q5_17_12\829Q15.d 

Operator : KAC 

Date Acquired : 17 May 2012 18:17 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth; DRUGS.M 

Integrator : RTF 


Abundance TIC; 829015.d\daia.ms 



Ret. Time Area Area % Ratio % 

***NQ INTEGRATED PEAKS* * * 


829015.d Thu May 17 18:30:32 2012 Page 1 

X 

Folk_OIG_PRR_06611 5 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05__17_12\829016 .d 
KAC 

2012 18:33 


KAC 

16 

DRUGS.M 
RTE 



Ret, Time 

Area 

Area % 

Ratio % 

6.185 

5931359 

100.00 

100.00 


829016.d Thu May 17 18:46:18 2012 Page 1 


Folk_OIG_PRR_ 0661 1 6 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 

17 12\829016.d 

Operator 

KAC 


Date Acquired 

17 May 2012 18:33 


Sample Name 



Submitted by 

KAC 


Vial Number 

16 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTF 


Search Libraries: C: \Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C-. \Database \PMW JTOX2 . L 


PK# RT 

Library/ID 

CAS# Qual 


1 

6.19 

C:\Database\NlST08,L 





Oxycodone 

000076“42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Abundance 




ao 


60 


40 


20 


42 


Average of 6.109 to 6.397 min.: 829016.dVdata.ms (-) 


70 


65 

i.f , 


! 8 ) 4 9 8 


115 140 

128 

iU 


230 


201 


187 


161 175 ,1 2 ^ 

I If 4I! I j 


258 

244 |, 272 286 3 ?° 


JL 


i | y i j j v 1 ‘i '‘f- y ' i T ' i V'j"r r 1 i li - i' , i 'f i i r~y nr i rj i rri p 

m/ 2 -> 40 60 80 100 120 140 160 180 200 220 240 _ 260 2_80 300 320 




329 


Abundance 


80 


60 


40 


20 


#148102: Oxycodone 


m/z~> 


230 


42 7 

1 65 

.J 1 , Ih ... J 

0 115 U 

84 98 ,28 j 

i.J. . LlU.U. UH.-., M 11 J 

10 2C 
” m .75 ’,f | 

b\».. . Jt 

>1 

214 

L ,Ji. J 

258 

1 . 244 l. 2 . 7 2 286 3< ?° j 

1 

L _ . 

" j i i i » | i ■ i t| n t t j iiTi | i i j i j 

40 60 80 100 120 U 

• i i « ! j i i p i j j r T » f i i ri j i i i i j . n i j r i i i j i ii r f i i j i j i f i 

10 160 180 200 220 240 260 280 300 320 


829016.d Thu May 17 18:46:18 2012 Page 2 



Folk_OIG_PRR_06611 7 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM6\05_17__12\829017 .d 

KAC .. 

17 May 2012 18:49 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TfC: 829017,d\daia.ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829017.d Thu May 17 19:02:14 2012 Page 1 


Folk_OIG_PRR_06611 8 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829018.d 

KAC 

17 May 2012 19:04 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: S29018.d\data.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS* ** 


829018.d Thu May 17 19:18:05 2012 Page 1 


1 / 

Folk_OIG_PRR_06611 9 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_17JL2\829019.d 
KAC 

17 May 2012 19:21 


KAC 

19 

DRUGS.M 
RTE 



Ret, Time 


Area Area % Ratio % 


3.594 
4,299 
6.191 


166654 2,46 2,58 

152852 2.26 2.37 

6454857 95,28 100.00 


829019.d Thu May 17 19:34:20 2012 


Page 1 




Folk_OIG_PRR_066120 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829019.d 

Operator : KAC 

Date Acquired : 17 May 2012 19:21 

Sample Name : WHKtBHB&KKto 

Submitted -by : KAC 
Vial Number : 19 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \ Da t aba s e \ PMW__TOX 2 . L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3.59 

C:\Database\NIST08.L 





n-Hexadecanoic acid 

000057 ~10-3 

98 



n-Hexadecanoic acid 

000057-10-3 

91 



Pentadecanoic acid 

001002-84-2 

87 



m/z-> 40 50 60 70 80 90 100 lit1120 130 140 150 160 170 180 190 200 210 220 230 240 250 


829019,d Thu May 17 19:34:20 2012 Page 2 

Folk_OIG_PRR_066121 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 17 

_12\829019.d 

Operator 

KAC 


Date Acquired 

17 May 2012 19:21 


Sample Name 



Submitted by 

KAC 


Vial Number 

19 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTF 


Search Libraries : C:\Database\SLI.L 

Minimum Quality: 80 


C: \Database\NIST0.8 . L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


2 4.30 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

97 

Octadecanoic 

acid 

000057-11-4 

95 




829019.d Thu May 17 19:34:20 2012 Page 3 


y 

Folk_OIG_PRR_ 066122 





Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 17 

12\829019.d 

Operator 

KAC 


Date Acquired 

17 May 2012 19:21 


Sample Name 



Submitted by 

KAC 


Vial Number 

19 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries : C; \Database\SLI. L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMWJTOX2 .L 


PK# RT 

Library/ID 

CAS# Qual 


C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42“6 99\y J 

000076-42-6 99 

000076-42-6 99 


Abundance 


Average of 6.126 to 6.444 min.: 829019.dVdata,ms (-) 


20 42 116 HO 18? 201 ^ 

57 84 98 7 8 159 ™ || ,< ^j 7 ,, 244 ! 


244 272 287 3 ?° 


m/z-“> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 


#148102: Oxycodone 


80] 

60 

40 230 

20 4 | 2 70 115 140 2? 1 258 

5 , 5 84 98 128 159 175 ig 2 ]4 2 44 I, 272 ?RR 300 

0 1 ■ ‘ I '**“ >4 ^1“ 1 l’* 11 ' ^ ‘ P* 1 ' 1 “ r ^i' 'i'^’I-hA' 1 [ r ^ ! 'l 1 " I | I l‘H i"i i I ' fn 

m lz~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


829019 .d 


Thu May 17 19:34:21 2012 


Page 4 


Folk_OIG_PRR _066123 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\HSDCHEM\l\DATA\SySTEM6\05_17__12\829020.d 

Operator : KAC 

Date Acquired : 17 May 2012 19:36 

Sample Name : BLANK 

Submitted by ; KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC: 829020.6\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


829020.d Thu May 17 19:50:02 2012 Page 1 


Folk_OIG_PRR_0661 24 








Area Percent / 


Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM6\05_17JL2\829021. d 

Operator : KAC 

Date Acquired : 17 May 2012 19:52 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : l 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Abundance TIC: 829021.d\daia.ms 



Ret, Time Area Area % Ratio % 

** *NO INTEGRATED PEAKS*** 


829021,d Thu May 17 20:05:48 2012 


Page 



Folk_OIG_PRR_0661 25 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHBM \ 1 \DATA\SYSTEMS \ 0 5__17_12\829022.d 
KAC 

17 May 2012 20:08 


KAC 

22 

DRUGS.M 
RTE 



Ret. Time 

Area 

Area % 

Ratio % 



6.185 

5671846 

100,00 

100.00 




829022 *d Thu May 17 20:22:00 2012 


Page 1 


Folk_OIG_PRR_066126 







Area Percent; / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\QS_JL7_JL2\829022.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 22 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW__TOX2 ,L 


PK# RT Library/ID 


CAS# Qual 


1 6,19 C:\Database\NI3T08.L 

Oxycodone 00.0076-42-6 9 9\S 

Oxycodone 000076-42-6 99 

Oxycodone 000076-42-6 .9 9 


Abundance 

80 

60 

40 

20 

O' 


Average of 6,128 to 6:379'min.: 829022.d\data,ms (-) 


230 


44 


70 


55 


84 98 

JUu 


115 140 

128 

LjkJ 


201 


188 


215 


lt>1 '' p h |1,| J 

r '™ I T*" ’ >-n I I ' l , I , 1 -1 r. , ^ T 

m/z-> 40 60 80 100 120 140 160. 180. 200 220. 240_ 260 280 300 320 


268 


2f4 i 272 287 


300 


329 



829022 .d 


Thu May 17 20:22:00 2012 


Page 


2 



Folk_OIG_PRR_0661 27 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829023.d 
KAC 

17 May 2012 20:25 

BLANK 
KAC 
1 

DRUGS. M 
RTE 


Abundance T!C: 829023.d\data.ms 



2.00 __ 3,00__ 4X50 5,00_ 6^00 7.00__ 8.00 9.00 JD.0011.00 12.00 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS* ** 


829023.d Thu May 17 20:38:12 2012 Page 1 

/ 


Folk_OIG_PRR_066128 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05JL7JL2\829024.d 
KAC 

17 May 2012 20:41 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TfC; 829024.d\data-ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829024.d Thu May 17 20:54:23 2012 Page 1 

y 


Folk_OIG_PRR_0661 29 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829025.d 
KAC 

17 May 2012 20:57 


KAC 
25 

DRUGS.M 
RTE 



Time~>2.00 3,00 4.00 5,00 6,00 7.00 8.00 9.00 10,00 11.00 J2.00 


Ret. Time 


Area Area % Ratio % 


6.191 


7025818 100,00 100.00 


829025.d Thu May 17 21:10:07 2012 


Page 1 


Folk_OIG_PRR_0661 30 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\ 1 \DATA\ SYSTEMS \ 0 5__1 1 __X2 \ 8 2 9 0 2 5 . d 
KAC 

2012 20:57 


KAC 
25 

DRUGS.M 
RTS 


Search Libraries; C;\Database\SLI. L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 

CAS# 

Qual 

1 6.19 C:\Database\NISTQ8.L 


/ 

Oxycodone 

000076-42-6 

99 ^ 

Oxycodone 

000076 -4 2-6 

99 

Oxycodone 

’000076-42-6 

99 


Abundance 


Average of 6.115 to 6-444 min.: 829025,d\data. ms (-) 



m/z~> 


40 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 


829025.d Thu May 17 21:10:07 2012 Page 2 



Folk_OIG_PRR_0661 31 






Area Percent / Library Search Repeat 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05JL7JL2\829026.d 
KAC 

17 May 2012 21:12 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TfC; 829G26.d\data,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829026, d Thu May 17 21:25:56 2012 Page 1 


Folk_OIG_PRR_066132 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\DATA\SYSTEMS\05_17_12\829027.d 
KAC 

17 May 2012 21:28 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 829027.d\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


82 9027 *d Thu May 17 21:41:37 2012 Page 1 


Folk_OIG_PRR_ 0661 33 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05__17_12\829028.d 

Operator ; KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 28 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


KAC 


Abundance 

3000000 


2000000 


1000000 


0 


TiC; 829028.d\data.ms 


6. 

91v^ 


V 


Time-> 2-00 


3-00 


‘ 1 “ 

4-00 5.00 


6.00 


7.00 


Too 


H r i r r~j i (—r j j i r—r-n p 
9.00 10.00 11.00 12.00 


Ret, Time 

Area 

Area % 

Ratio % 


6,191 

7117646 

100,00 

100,00 



829028.d Thu May 17 21:57:21 2012 


Page 1 



Folk_OIG_PRR_ 0661 34 










Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05JL7_12\829028.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 28 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


1 ; 4 4 

KAC 


Search Libraries: 


C;\Database\SLI.L 
C;\Database\NIST08.L 
C:\Database\PMW T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 

CAS# 

Qual 

1 6,19 C:\Database\NIST08.L 


/ 

Oxycodone 

000076 -42 ~ 6 

99 iX 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 

0 1 


Average of 6.109 to 6,456 min,: 829028.d\data,ms (-) 


315 


230 


42 


70 


55 


84 98 


115 140 

128 

bu^i 


201 
187 

159 1^5 fji 

..’111 


ft i ¥ P[ W . 


216 

A-W 


258 


244 


272 287 

-fL r - r - i“c 


300 


i 329 


- TTT - c 1 } r rT'T 'jTfV Tg- i l- i i ‘ f - r - r rrr 

m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


Abundance 

80 

60 

40 

20 

0 ] 

m/z-> 


#148102: Oxycodone 


230 


42 


70 


55 


201 


84 98 


JiU.U 


214 


I] 5 140 1R7 

1 ™ 159 l/S 1 ,? 7 

, rVp ,*t , pl- 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


258 

244 | 272 286 300 


I T i -rr i L i I I f 


829028.d Thu May 17 21:57:21 2012 Page 2 


Folk_OIG_PRR_ 0661 35 








Area Percent / Library Search Report 


Information from 
File Name : 

Operator ; 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File; 

C;\MSDCHEM\1\DATA\SYSTEM6\0 5_17_12\82 9 0 2 9.d 
KAC 

17 May 2012 22 : 00 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TfC: 829Q29.d\data,ms 



Ret, Time Area Area % Ratio % 


** *NO INTEGRATED PEAKS*** 


829029.d Thu May 17 22:13:10 2012 Page 1 


/ 

Folk_OIG_PRR_066136 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 17 12\829030.d 

Operator 

KAC 

Date Acquired 

17 May 2012 22:15 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 

Abundance 

TIC: 829030.didata ms" 



0^|—i — i — i ~t — f i 'i — i — i — j-r-.—i — i — I—r-T—i—i [ r i "f i j r ~t r i | l r rnr j t< r j i r < *t f ' 7 T TTf 1 ' ' v I 

Tirne~> 2.00 _ 3.00 4.00 5.00 _6.00 7.00 8.00 9.00 10.00 11.00 .12..00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829030,d Thu Nay 17 22:28:51 2012 


Page 1 



Folk_OIG_PRR_066137 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05JL7JL2\829031.d 
KAC 

17 May 2012 22:31 


KAC 
31 

DRUGS.M 
RTE 



Time~> _2,00 3,00 4.00 5.00 6.00 7,00 8.00 9.00 10,00 11,00 ± 2,00 


Ret * Time 


Area Area % Ratio % 


2748 175473 11.83 13.41 

6,168 1308242 88.17 100.00 


829031.d Thu May 17 22:44:39 2012 Page 1 


FolkJDIG PRR 


vX 

.066138 







Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 17 

12\829031.d 

Operator 

KAC 


Date Acquired 

17 May 2012 22:31 


Sample Name 



Submitted by 

KAC 


Vial Number 

31 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Dafcabase\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2,L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 2.75 C:\Database\NIST08.L 


Acetaminophen 

000103-90-2 

95 

Acetaminophen 

000103-90-2 

91 

Acetaminophen 

000103-90-2 

90 


Abundance Average of 2.707 to 2,966 min.: 82903 l.d\data.nis (-) 



829031.d Thu May 17 22:44:40 2012 Page 2 



Folk_OIG_PRR_ 0661 39 







Area Percent / Library Seairch Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829031.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 31 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Search Libraries: C:\Database\SLI.L 

C;\Database\NIST08.L 
C:\Database\PMW T0X2 . L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

6.17 

C:\Database\NIST08.L 
Oxycodone 

Oxycodone 

Oxycodone 

000076-42-6 

000076-42-6 

000076-42-6 

99 i/" 
99 

99 


Abundance 

80 

80 

40 

20 

0 


Average of 6,121 to 6.326 min.: 829031 .d\data.ms (-) 


230 


70 


44 


38 

nil :u, 


115 


84 

r rili- (il. 1.1 ii. 


140 


201 


128 

L 


, 159 


175 


187 


215 




1 *t i i i ~T " ? —v r j~ i i 'Ti y r"l u T- a rC vr'r i yrVi n-' pr ' i "T'| V T> r r| "> i ' ! j i i i * r'j t i l l j 'r ^ i i r | L i i v ' i 

m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


258 

244 || 272 286 3 ?° 



829031.d Thu May 17 22:44:40 2012 


Page 3 








Folk_OIG_PRR_066140 













Area Percent / 


Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Abundance TIC: 829032.d\data,ms 



* * *N0 INTEGRATED PEAKS* ** 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEMS\05_17_12\829032.d 
KAC 

17 May 2012 22:47 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


829032.d 


Thu May 17 23:00:26 2012 


Folk_OIG_PRR_066141 






Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

C:\MSDCHEM\1\DATA\SYSTBM6\05 17 12\829033.d 

Operator 

KAC 

Date Acquired 

17 May 2012 23:03 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator : 

RTE 


Abundance TIC: 829033,d\data.m$ 



Q 1 "] T-T-f-T^ r-T-| r-r i r~\ r r i 7 |-tt rT-prr-i , ‘" T . 1 : 1 | t i t i | 1 1 1 1 f 1 r ~ r > T^~ 

Time;*> 2,00 3.00 4.00 5,00 6, 00 71)0 81)0 9.00_1 0 .00 1 1.00 12.00 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829033.d Thu May 17 23:16:10 2012 


Page 1 



Folk_OIG_PRR_066142 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\M3DCHEM\l\DATA\SYSTEM6\05_17_12\829034,d 

Operator : KAC 

Date Acquired : 17 May 2012 23:18 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundanca 

500000 
400000 
300000 
200000 
100000 
oh ■ -r ■ 1 

Time-‘> 2.00 3.00 


TIC: 829034.d\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 



6.168 

1102680 

100.00 

100,00 












Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired. : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth; 
Integrator ■ : 


Data File: 

C:\M3DCHEM\1\DATA\SYSTEMS\05_17_12\829034„d 
KAC 

17 May 2012 23:18 

OXYCODONE STD 

5 

DRUGS . M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08*L Minimum Quality: 80 

. C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.17 

C:\Database\NIST08.L 





Oxycodone 

000076 - 42 - 6 

99 



Oxycodone 

000076-42“6 

99 



Oxycodone 

000076-42-6 

99 



80 

60 

40 

20 

20 40 60. _80 100 120 140_ 160 180 200 220 240 260 280 J5Q0 


42 


15 28 

I it- 


70 


55 ^ 


115 


. 84 ^ 

LajJLLiL 


128 

Ju 


230 


140 187 

159 ™ J 


201 


215 

J 


258 


244 


3 5 


2T 2 286 3 i° 


829034 ,d 


Thu May 17 23:32:06 2012 


Page 2 


V/ 


/ 


Folk_OIG_PRR_066144 









Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM6\0 5_17_12\829035,d 

KAC .“ 

17 May 2012 23:34 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TIC; 829035.d\dafa,ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829035.d Thu May 17 23:47:52 2012 Page 1 



Folk_OIG_PRR_066145 








Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829036.d 

Operator : KAC 

Date Acquired : 17 May 2012 23:50 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Abundance TIC: 829036.d\data.m$ 



Ret. Time Area Area % Ratio % 

* * *NO INTEGRATED PEAKS*** 


829036.d Fri May 18 00:03:38 2012 Page 1 



Folk_OIG_PRR_066146 







Area Percent. / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\l\DATA\SYSTEM6\ 05__17__12\ 829037 . d 
KAC 

18 May 2012 00:06 


KAC 
37 

DRUGS.M 
RTE 


Abundance 
800000 
600000 
i 400000 
200000 


TIC: 820037.d\dala.ms 


2754 


68 \/ 


U ' T-V-, 

Time->2.00 

3.00 

i i 1 i i , -t-| i -i-i . p- 

4.00 5.00 6.00 

' 1 • M ' ‘ ' J 
__ 7^00 

> r *■ 1 i ' ’ 1 1 i ' ■ r ' i ' ' ■ ■ ! ■ 1 1 ■ I 
8.00 9.00 10.00 11,00_12.00 . 

Ret. Time 


Area 

Area % 

Ratio % 

2.754 


225493 

12.05 

13.70 

6.168 


1645983 

87.95 

100.00 


829037.d 


Fri May 18 00:19:22 2012 


Page 1 


Folk_OIG_PRR_066147 





Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHBM\l\DATA\SYSTEM6\05_17_12\829037.d 

Operator : KAC 

Date Acquired : ^UMMa^201^^00 : 06 

Sample Name : H 

Submitted by ; KAC 

Vial Number ; 37 

AcquisitionMeth: DRUGS.M 

Integrator : RTE. 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 

PK# RT Library/ID 


I- 2.75 C:\Database\NIST08.L 


Acetaminophen 

000103-90-2 

97 

Acetaminophen 

000103-90-2 

95 

Acetaminophen 

000103-90-2 

91 


CAS# Qual 


Abundance Average of 2.701 to 2.942 min.; 829037.dldata.ms (-) 



m fz~>_ 36 40 45 50 65 60 65 70 75 80_85 90 95 100105 110 115 120 125 130 135 140 145 160 155 











Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\l\DATA\SYSTEM6\05 

17 12\829037.d 

Operator 

KAC 


Date Acquired 
Sample Name 

JL8 Mav 2 012 0Q : 06 


■■MittB 


Submitted by 

KAC 


Vial Number 

37 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qua! 


2 6,17 C:\Database\NIST08.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 / 

000076-42-6 99 

000076-42-6 99 




829037.d 


Fri May 18 00:19:22 2012 


Page 


3 



Folk_OIG_PRR_066149 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05_17_12\829G38.d 
KAC 

18 May 2012 00:21 

BLANK 
KAC 
1 

DRUGS. M 
RTE 


Abundance TIC: 829038.6\data.ms 



Ret- Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


829038.d Fri May 18 00:35:08 2012 Page 1 



Folk_OIG_PRR_066150 







Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829039,d 

Operator ; KAC 

Date Acquired : 18 May 2012 00:37 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : l 

AcquisitionMeth: DRUGS.M 

Integrator : RTF 


Abundance TIC: 829039.d\data.ms 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS * * * 


829039.d Fri May 18 00:50:55 2012 Page 1 

/ 

/ 

Folk_OIG_PRR_066151 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\1\DATA\SYSTEM6 \ 0 5_17_12 \ 829040.d 
KAC 

18 May 2012 "00:53 


KAC 
40 

DRUGS.M 
RTE 


Abundance 

30000oi 


6. 


TIC: 829040.dWata.ms 

162,X 


200000 


100000 


2.754 


Time~>_2.00 

3,00. 

r-r i '' r ' 
4.00 

‘ ’ t > ) ' 

5.00 6.00 

■! "( s"T r-n 

7.00 

r-f'-n-r { -T -- 1 n | rmrp r r if 11 rT “'l 

8.00 9.00 10,00 11.00 12.00 

Ret. Time 



Area 

Area % 

Ratio % 

2.754 



153916 

20.41 

25.65 

6.162 



600176 

79.59 

100.00 


829040.d Fri May 18 01:06:36 2012 Page 1 


y 

Folk_OIG_PRR_066152 





£51,990 Had 910 >l|Od 





{-) surejep\p-0fr06£8 ujui lOS'Z Q\lorz}0 sBejQAv 


eouepunqy 


06 £-06 -£01000 t usqdouxm^qaov 

16 2 - 06 _ £01000 uaqdou turn:} soy 

S6 £-06"£01000 usqdouxumqeoy 

q ’soj.sm^m^mX^D sl*z i 


jmo #S VO ai/Ajreaqiq #ad 

T SX0J,”MWd\9Seqs^^a\ : 0 
08 “A^T'['enO mnuittiTW q ’ 80 t LSIW\9S^q'e^^a\ : O 

08 -Aqxx^nO uimuxuxw q' iqs\9S£q^qi?a\ : 0 : saxxejiqxq qojn?£>s 


3I.H : JCoq^Bsqui 

W'SDflHa ’q^ewuox^xsxnbov 
OS' : jcsqmriM ibta 

Aq paqqxuiqns 
9iu^M 0x^ me S 
£9*00 2T02 A#w 81 : pa^xnboy aq^a 

OVM - jzoq^jcado 

P'0%06ZS\ZT LX 90\9W3 l LSAS\ViVa\T\HaHOaSN\-O = OWVN BUA 

: aixd uiojcj aot^Biujojui 


qjcodsH qojc^ss Axexqxq / quaodad ^axy 







Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1 \DATA\ S Y STEM 6 \0 5_1 112 \829040.d 
KAC 

18 May 2012 00:53 


KAC 
40 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

; 8 0 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2 6.16 C:\Database\NIST08.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 v' 

000076-42-6 99 

000076-42-6 99 



/ 


829040 .d 


Fri May 18 01:06:36 2012 


Page 3 



Folk_OIG_PRR_066154 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM6\0 5_17_12\8 2 9 0 41.d 
KAC 

18 May 2012 1:09 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 829041,d\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829041.d Fri May 18 01:22:21 2012 Page 1 

/ 

Folk_OIG_PRR 066155 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\DATA\SYSTEMS\05_17_12\829042.d 
KAC 

18 May 2012 1:25 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance 


TIC: 829042,dWata.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


829042.d Fri May 18 01:38:10 2012 


Page 1 



Folk_OIG_PRR_066156 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C : \MSDCHEM\l\DATA\SYSTEM6\ 05__17_12 \ 82 9 043 . d 
KAC 

2012 1:40 


KAC 

43 

DRUGS.M 
RTS 



; Time «> 2.00 3 . 00 _ 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time Area Area % Ratio % 


2.754 131835 11.98 13.62 

6.162 968301 88.02 100.00 


829043.d Fri May 18 01:53:56 2012 Page 1 



FolkJ3IG__PRR 066157 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTSM6\05_17_12\829043.d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 43 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


18 May 2012 1:40 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 2.75 C:\Database\NIST08.L 

Acetaminophen 
Acetaminophen 
Acetaminophen 


000103-90-2 95 
000103-90-2 91 
000103-90-2 90 


Abundance 

80 

60 


Average of 2.707 to 2.936 min,: 829043.d\data,ms (-) 

169 


40' 

20 

0 -i 1 i i | t i 

m (z z > 10_20 


151 


43 80 


l 36 I. 

53 

jL. 

65 

!„ 93 .! 

| 120 

i j r i i r-| t t i i j i i i i ) ri i r~|~T t i rj'f i t i [ i i i rj-ri iT 

t ' T ' 1 1 + 


30 40 50_ 60 70 80 ?0_ 100 _ 110 120 


1 j rn nA r j rr-n j-Htt 

130 140.150 



829043,d 


Fri May 18 01:53:56 2012 


Page 2 



Folk_OIG_PRR_066158 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\l\DATA\SYSTEMS\05 

17 12\829043.d 

Operator 

KAC 


Date Acquired 

18 May 2012 1:40 


Sample Name 



Submitted by 

KAC 


Vial Number 

43 


Acquis!tionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_T0X2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


6.16 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 


Average of 6.121 to 6,366 min,: 829043.d\data.ms (-) 



m/z~> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 


829043 .d 


Fri May 16 01:53:56 2012 


Page 


3 



Folk_OIG_PRR_066159 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

C;\MSDCHEM\1\DATA\SYSTEMS\0 5_17_12\829044,d 
KAC 

18 May 2012 1:56 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 829044.d\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* * * 


829044.d Fri May 18 02:09:42 2012 Page 1 



Folk OIG PRR 066160 










Area Percent / Library Search Report 


Information from 
File Name ; 

Operator ; 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829045.d 

KAC 

18 May 2012 2:12 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 829Q45.d l >dafa < m$ 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


829045,d Fri May 18 02:25:22 2012 Page 1 



Folk_OIG_PRR_066161 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator' 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829046.d 

KAC 

18 May 2012 2:27 


KAC 

46 

DRUGS.M 
RTE 



Ret. Time 

Area 

Area % 

Ratio % 

2.754 

138401 

14.53 

16.99 

6,162 

814365 

85,47 

100.00 


829046,d 


Fri May 18 02:41:06 2012 


Page 1 



Folk_OIG_PRR 066162 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\ 1 \DATA\SYSTEMS \ 05^17__12 \82 9 04 6 . d 
KAC 

2012 2 :27 


KAC 

46 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


Library/ID 

CAS# 

Qual 

C:\Database\NIST08.L 



Acetaminophen 

000103-90-2 

95 

Acetaminophen 

000103-90-2 

90 

Ac e taminophen 

000103-90-2 

90 



m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 


829046.d Fri May 18 02:41:06 2012 Page 2 



Folk_OIG_PRR 066163 
















Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\DATA\SYSTEM6\05JL7_12\829046.d 

Operator : KAC 

Date Acquired : 18 May 2012 2:27 

Sample Name ; 

Submitted by : KAC 

Vial Number : 46 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMWJFOX2.L 

PK# RT Library/ID CAS# Qual 


6.16 C:\Database\NIST08,L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 

000076-42-6 

000076-42-6' 





828046, d Fri May 18 02:41:06 2012 Page 3 



Folk OIG PRR 066164 














Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_JL7_12\829047.d 

Operator ; KAC 

Date Acquired : 18 May 2012 2:43 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Abundance TIG: 829047.dldata.ms 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


829047.d Fri May 18 02:56:52 2012 Page 1 



Folk OIG PRR 066165 









Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C : \MSDCHEM\ 1 \DATA\SYSTEM6\05_17_12\829048.d 
KAC 

18 May 2012 2:59 

BLANK 
KAC 
1 

DRUGS , M 
RTE 


Abundance TIG 829048.d\daia.ms 



Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


829048.d 


Fri May 18 03:12:34 2012 


Page 



1 



Folk OIG PRR 066166 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Ci\MSDCHEM\1\DATA\SYSTEMS\0 5_17_12\829049,d 
KAC 

18 May 2012 3:15 


KAC 
4 9 

DRUGS.M 
RTE 


Abundance 

200000 


150000 


100000 


50000 


2.754 


O^rr- 
Time-> 2.00 


JL 


3.00 


i i | i 

4.00 5,00 


6. 


TIC; 829049,d\dala.ms 

62 y 


6.00 


"r-j-r-t- 

7.00 


TJTTT 

8.00 


i | i i —r - t—]— i— 
9.00 ICiOO 


11.00 


n—? j r—i 

12.00 


Ret. Time 

Area 

Area % 

Ratio % 

2.754 . 

130550 

25,09 

33.49 

6,162 

389874 

74.91 

100.00 


829049.d Fri May 18 03:28:19 2012 Page 1 



Folk OIG PRR 066167 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829049.d 

Operator : KAC 

Date Acquired : :15 

Sample ; 

Submitted by : KAC 

Vial Number ; 49 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search 

Librarie 

s: C:\Database\SLI.Ii 

C:\Database\NIST08.L 

C: \Database\PMW_TOX2 , L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qua! 

1 

2.75 

C:\Database\NIST08.L 
Acetaminophen 

Acetaminophen 

Acetaminophen 

000103-90-2 95 
000103-90-2 91 
000103-90-2 91 


Abundance Average of 2.719 to 2.913 nrtn.: 829049.dWata.rns (-) 

j 1(|»9 



829049.d Fri May 18 03:28;19 2012 Page 2 


Folk OIG PRR_066168 










Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\829049.d 

Operator : KAC 

Date Acquired : : 15 

Name : 

Submitted by : KAC 

Vial Number : 4.9 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Search 

Libraries-. C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_T0X2.L 

Minimum Quality 
Minimum Quality 

: 80 
; 80 

PK# 

RT Library/ID 

CAS# 

Qual 

2 

6.16 C:\Database\NIST08.L 

Oxycodone 

Oxycodone 

Oxycodone 

000076-42-6 

000076-42-6 

000076-42-6 

99 v/ 
99 

98 


Abundance Average of 6.127 to 6,320 min.: 829G49.d\data.ms (-) 



/\ 

Folk OIG PRR_066169 


829049.d 


Fri May 18 03:28:19 2012 


Page 3 








Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired : 

Sample Name ; 

Submitted by : 

Vial Number : 

AcquisitionMeth; 
Integrator ; 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_17_12\S29050.d 

KAC 

18 May 2012 3 : 30 

BLANK 
KAC 
1 

DRUGS. M 
RTE 


Abundance TIC: 829050 d\data!ms 



Time :: > 2.00 3T0_. 400 5.00. 6.00 7.00 &00 9,0010,00 _11.0p JZ00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


829050.d 


Fri May 18 03:44;05 2012 


Page 1 


Folk_OIG_PRR_066170 






Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05JL7_12\829062.d 
KAC 

18 May 2012 6:40 

BLANK 

2 

DRUGS. M 
RTE 


Abundance TiC: 829662.d\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS * * * 


829062,d 


Fri May 18 06:53:27 2012 


Page 1 


Folk_OIG_PRR_066171 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Abundance 


C:\MSDCHEM\1\DATA\SYSTEMS\0 5_17_12\829063,d 
KAC 

18 May 2012 6:56 

OXYCODONE STD 

5 

DRUGS.M 
RTE 


TtC: 829063.d\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6.168 

1208104 

100.00 

100.00 


i 

i 


Folk_OIG_PRR_066172 


929063-d 


Fri May 18 07:09:15 2012 


Page 1 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\l\DATA\SYSTEM6\05 

17 12\829063.d 

Operator 

KAC 


Date Acquired 

18 May 2012 6:56 


Sample Name 

OXYCODONE STD 


Submitted by 



Vial Number 

5 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C: \Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Databa se\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 6.17 C:\Database\NIST08.L 

Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 




j 


9 063 ,d 


Folk_OIG_PRR _ 066173 


Fri May 18 07:09:15 2012 


Page 2 






